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178 Meteorological Report — Celestial Phenomena. [Aug. 
METEOROLOGICAL REPORT. 

From the 20th July, to the 20th August, 1815. 

July 21,....,. Very fine. 

22 Dark morning, fine day. 

25, Some showers. 

24, Thunder, and heavy rain. 

25 Very ioud thunder, attended with very heavy rain, in some 

places also, great wind, and the largest hail which has been 
observed in this country. 

26, Thunder at a distance, accompanied with a heavy shower ia 

Belfast. 

27, Dark, but dry day. 

28 — 31, Very fine days. 

Aug. 1, Dark, and threatening rain. 

2, Dark, with some light showers. 

3, Two or three light showers. 

4, Fine, afternoon threatening rain. 

5 Wet day. 

6, Fine, one light shower. 

7, Dark, dry day. 

8, A shower in the morning, a fine day. 

9, Fine. 

10, Shower in the morning, a fine day. 

11, Very fine. 

12, Wet morning. 

13, ;.Fine. 

.14, Shower in the morning, fine day. 

15, Fine breezy day. 

16, Dark windy day. 

17, A heavy shower, dark day. 

IS, A shower, but a fine day. 

19 — 20 Fine. 

The Barometer has experienced little variation during this period, on the 29th of Ju- 
ly, and 9th, 10th, and 13th, of August, it was as high as 50; on the 20th it wa» 
SO.l ; its lowest was on the 26th of July, when it was at 29.2. 

The range of the Thermometer has been unusually high this season ; on the 30th of 
July, at 8 a.m. it was as high as 66 ; on the 10th of August it was 65, it has several 
times been above 60; on the 18th of August it was however as low as 53; and oa 
the 19th as 52. 

The Wind has been observed 5 times N.E. ; 5 S.E. ; 11 N.W.; 16 S.W. 



CELESTIAL PHENOMENA. 

FOR SEPTEMBER, 1813. 

On the 1st, tlie moon is perceived in the evening, on the appeirance of the stars, 
♦o be under the twenty-third of the Balance, and above the third and seventh of this 
constellation; the first ar.d second being now at a considerable distance to the west 
of her; and the second and first of the Scorpion under her to the east. She passe* 
the twenty-third of the Ealance, at twemy-three minutes past nine. 



